the Cyprus citation (Tr. 61-63).  The citations had not been
posted in the mine (Tr. 63).  Atkins later received a full docu-
mentation from the MSHA Arizona office (Tr, 64).

There was probably more concern in the plant for ammonia
than for mercury.  There was no ventilation and you could feel
the ammonia instantly (Tr. 64, 65).

After the MSHA inspection the company took care of the
problem to a large degree (Tr. 65).

On June 9, 1982, Atkins visited Dr. Andrews, a pulmono-
logist.  Complaints to Andrews included chemicals, ammonia,
cyanide fumes and exposures to mercury.  Complete blood and urine
tests failed to confirm mercury poisoning.  The blood mercury
level was identified as less than 1.  The reference range is less
than 2.6; the level is potentially toxic if it is over 2.6 (Tr.
202-204; Ex. R14).

On June 10, 1982, Dr. Givens, a company doctor, gave Atkins
a general physical examination.  The symptoms exhibited by
Atkins, which all occurred about June 10, included nausea,
colitis and split vision.  The doctor was more interested in
writing than in listening so Atkins did not tell him all of his
symptoms (Tr. 54, 69, 70).  Atkins showed Dr. Givens the
quantitative test.  He stated that things were "alright" (Tr.
55).  Dr. Givens also told Atkins that his health was generally
excellent.  Dr. givens did not comment on the symptoms (Tr. 55).

On June 29, 1982, Atkins saw Dr. Badshah, his family
physician, to whom he also showed the quantitative test.  Dr.
Badshah diagnosed Atkins1 condition as colon colitis.  He also
had a lower and upper G.I. performed as well as a rectal
examination.  The blood tests forwarded to Dr. Badshah by Dr.
Andrews were normal (Tr. 55-58, 65, 215).

Atkins was concerned about his health and he mentioned to
superintendent Leveaux that he would like to temporarily leave
the ADR because of his health.  Leveaux said management would
need a doctor's statement to that effect (Tr. 65-67, 238).
Atkins believed that the severity of the colon problem was
worsening, and the condition was playing on his nerves.  Atkins
felt the ADR was unsafe for him because his medical problems
started there and they were not clearing up.  He was having split
vision, mostly in the right eye.  This occurred four times in a
30 day span just after he started going to Dr. Badshah (Tr. 68,
69, 242).  Badshah had suggested Atkins contact Dr. Schonders, an
ophthalmologist.  The specialist, in turn, suggested that Atkins
go to the University because the problem was complicated (Tr. 69,
213).  Dr. Schonders, as well as Doctors Horgan, Andrews and
Givens failed to confirm mercury poisoning.  But Dr. Badshah said
it was possible (Tr. 214, 220).
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